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Message Text 



UNCLASSIFIED 

PAGE 01 STATE 271770 

13 

ORIGIN COME-OO 

INFO OCT-01 EUR- 1 2 ISO-OO EB-07 RSC-01 /021 R 
66610 

DRAFTED BY: COM/BEWT/TPD/562:OJERSCHKOWSKY 

APPROVED BY: EB/OCA/REP:LAKLIEFORTH 

BEWT/TPD/ 5 62: B ATHOMPS ON 

BEWT/USSR/HHEISS 

EUR/SOV :JCOLBERT 

EB/EWT : SHAAS 

030156 

R 112046Z DEC 74 
FM SECSTATE WASHDC 
TO AMEMBASSY MOSCOW 

UNCLAS STATE 271770 

FOR BLOW 

E.O. 11652: N/A 
TAGS: BEXP, UR 

SUBJ: PUMPS AND COMPRESSORS EXHIBITION 

1. COMMERCE TENTATIVELY SCHEDULING BID BRIEFING FOR 
NASOSY-75 CONSTRUCTION CONTRACT IN COMMERCIAL OFFICE JANUARY 
20, 1975, 10 A.M. PLEASE CONFIRM THAT THE DATE AND TIME 
ACCEPTABLE. 

2. DESIGNER URGENTLY NEEDS FINAL POSITIONING OF U.S. EXHIBIT 
IN PAVILION 5. THE DESIRED LOCATION IS AREA DEFINED BY 
COLUMNS 10 THRU 16, A CENTRAL AREAS CONSISTING OF 36M BY 38M, 

AS SHOWN ON 1:400 SCALE DRAWING OF PAVILION NO. 5, DRAWN 
1972 BY ERMAKOVA AND KATAUSKAYA. 

3. PLEASE RESERVE THROUGH UPDK FOR CHARLES SWARR, 

DESIGNER ONE SINGLE ROOM WITH BATH FOR PERIOD JANUARY 16 - 
JANUARY 21, 1975, HOTEL PEKIN PREFERRED. INGERSOLL 

UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 11 DEC 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE271770 
Document Source: CORE 
Document Unique ID: 00 

Drafter : COM/B E WT/TP D/562 :OJ E RSC H KOWS KY 
Enclosure: n/a 
Executive Order: N/A 
Errors: N/A 

Film Number: D740360-0638 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19741242/aaaabkgm.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: MorefiRFI 
Review Comment: n/a 
Review Content Flags: 

Review Date: 23 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <23 AUG 2002 by ReddocGW>; APPROVED <30 JAN 2003 by MorefiRH> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PUMPS AND COMPRESSORS EXHIBITION 
TAGS: BEXP, UR 
To: MOSCOW 
Type: TE 
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